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and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adnnted hv the Bllt^BU of Indian Standard^ after th.fi draft finalized by 

the Jute Mill Machinery/Accessories and Spare Parts Sectional Committee had been approved 
by the Textile Division Council. 

The need to formulate standard on this subject has been felt in order to provide guidance to 
the manufacturers of thread guides for jute winding machines so that the thread guides of 
acceptable quality are available to the jute industry. This would ensure higher productivity 
due to better interchangeability of thread guides in the winding machines and its smooth 
functioning, 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be 
rounded off in accordance with IS 2 : 1960 'Rules for rounding off numerical values ( revised )\ 

nri. ^ ^^-«u^« ^c ^: :&~~^+ **t - -~*^: i :„ *t^~ _~j a ,i ~*c ..«i „u i .4 u~ *t,* ^««~~ «« +u~* 

jtiic numutt ui siguiii^iu piinuc* lCitttiicu m iii^ iuuliucu uu y<uuc auuuiu ut mo adtu^ aa uiai 

of the specified value in this standard* 
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Indian Standard 

TEXTILE MACHINERY AND ACCESSORIES 
THREAD GUIDES FOR JUTE WINDING 
MACHINES — SPECIFICATION 



X SCOPE 

Tbis standard prescribes the requirements 
thread guides for jute winding machine* 

2 REFERENCES 



of 



The following Indian Standards are necessary 
adjuncts to this standard, 

IS No. Title 

731 : 1986 Wrought aluminium and 

aluminium alloy sheet and 
strip for general engineering 
purposes ( third revision ) 

2500 Sampling inspection tables : 

( Part 1 ) : 1973 Part i Inspection by attibutes 

and by count of defects ( first 

revision ) 

6659 : 1976 Electronic grade ceramic 

materials ( first revision ) 

7571 ; 1974 Methods of tests for ceramics 

for telecommunication and 
allied purposes 

10719:1983 Method of indicating surface 

texture on technical drawings 

3 MANUFACTURE 

3.1 Thread guide assembly shall consist of the 
following components: 

a) Thread guide insert ( see Fig. 1 ); and 

b) Thread guide holder ( see Fig. 2 ). 

3*1-1 The components of the thread guide 
assembly shall be so manufactured as to have 
interchangeability with the components 
manufactured by the same manufacturer, 

3*2 Materials 

3*2*1 Thread Guide Insert 

The thread guide insert shall be made from 
ceramic grade II or grade IV or grade VIII 
( see IS 6659 : 1976 ) and shall conform to the 
requirements of the standards in respect to 
gross density, compressive strength and Mohs 
hardness ( MH ) when tested in accordance 
with IS 7571 : 1974. 
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Fig* 1 Thread Guide Insert 



SECTION S 
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SECTION A A 



Fig* 2 Thread Guide Holder 

3.2,1*1 The purity of the material shall not be 
less than 96 percent. 

3*2,2 Thread Guide Insert 

The thread guide holder shall be manufactured 
from wrought aluminium or a!uminium alloy 
sheet or strip ( see IS 737 : 1986 ), 

4 REQUIREMENTS 

4,1 Nominal Dimensions 

4 ,1.1 The nominal dimensions shall be in accor- 
dance with the agreement between the 
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manufacturer and the purchaser. In the absence 
of any agreement these shall be declared by the 
manufacturer. 

41.2 Tolerances 

The nominal dimensions shall be subject to the 
following tolerances ( see Fig. 1 ): 



Dimensions 
A 
B 

5 WORKMANSHIP 



Tolerance, mm 
±013 
+0*13 
-0 



5.1 The thread guides used in jute winding 
machines shall have excellent wear resistance 
and the coefficient of fnction shall remain 

constant. 

5.2 The roughness of the thread guides shall be 
as follows ( see IS 10719 : 1983 ): 



Ceramic grade tl 
Ceramic grade IV 
Ceramic grade VIII 



N6 — N8 
N6 — NS 
N4 — N6 



6 PACKING AND MARKING 

6.1 The thread guides for jute winding machines 
shall be packed in cardboard boxes in 
multiples of I 000 unless specified otherwise by 
the buyer. Each box shall be marked with the 
following informations: 

a) Indication of the source of manufacture; 

b) number of thread guides in the box; 

c) batch number; and 

d) date of manufature. 

6 ,1*1 The boxes containing thread guides may 
also be marked with the Standard Mark. 

7 SAMPLING AND CRITERIA FOR 
CONFORMITY 

Unless otherwise agreed to between the pur- 
chaser and the manufacturer to ascertain the 
conformity of the thread guides for jute winding 
machine to the requirements of this specifica- 
tion, single sampling plan with Inspection 
Level I and Acceptance Quality Level ( AQL ) 
of 1*5 percent given in Tables 1 and 2 of 
IS 2500 ( Part 1 ) : 1973 shall be followed. 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau 0/ Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications* No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS* This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications )* BIS. 

Revision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments* Standards 
are also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision, Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook and * Standards 
Monthly Additions'. Comments on this Indian Standard may be sent to BIS giving the following 
reference: 

Doc ; No. TX 11 ( 0040 ) 

Amendments Issued Since Publication 

Amend No* Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 
Headquarters; 

Manak Bhavan, 9 Bahadur Shah Zafar Marg* New Delhi 110002 

Telephones : 331 01 31, 331 13 75 Telegrams : Manaksanstha 

( Common to all Offices ) 

Regional Offices 1 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg 
NEW DELHI 110002 

Eastern : 1/14 C. I. T, Scheme VII M, V, h P* Road, Maniktola 
CALCUTTA 700054 

Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 

Southern : C* 1. T. Campus, IV Cross Road* MADRAS 6001 13 

Western : Manakaiaya, E9 MI DC, Marol, Andheri ( East ) J 632 92 95, 632 7S 58 

BO MB A V 400093 1 632 78 91, 632 78 92 

Branches : AHMAD ABAD. BANGALORE. BHOPAL BHUBANESHWAR. COIMBATORE. 
FARIDABAD. GHAZ1ABAD. GbWAHATL HYDERABAD. JAIPUR* KANPUR, 
LUCKNOW* PATNA. THIRUVANANTHAPURAM. 





Telephone 




C331 01 3! 
J331 13 75 


(37 84 99, 
{37 86 26, 


37 85 61 
37 86 62 


J 53 38 43, 
1 53 23 84 


53 16 40 


235 02 16, 
235 15 19, 


235 04 42 
235 23 15 



Printed at Print well Printer*, AHgarh India 



